Electric Heel Plates 


A guaranteed relief, for Rhematis, 
Neuralgia, Lumbago, dizzyness, and 
cold or sweaty feet. % 

Place one plate in the heel of each 
shoe. Can be recharged at a cost of 
about 5 cts. 


MANUFACTURED BY 
G. W. BEECKLER 
successor to Magic Polish Co. 


Telephone 1382 S. 


367 10th AVE. MILWAUKEE, WIS 





